RELEASE DATE 2023.04.11 - REF ECR 506 


ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*206AC-110-1, REV. F 


0 
*206AC-110-1, REV. F 
AIR CONDITIONING SYSTEM INST'N 
1 
KIT 


1 
206AC-210-1 
CONDENSER INST'N 
1 
KIT 


2 
206AC-310-1 
COMPRESSOR INST'N 
1 
KIT 


3 
206AC-410-1/-2 
EVAPORATOR INST'N 
1 
KIT 


5 
206AC-460-1/-2 
AFT EVAP. KIT 
1 
KIT 


6 
206AC-510-1 
PLUMBING INST'N 
1 
KIT 


7 
206AC-610-1 
ELECTRICAL INST'N 
1 
KIT 
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ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*206AC-110-2, REV. F 


0 
*206AC-110-2, REV. F 
AIR CONDITIONING SYSTEM INST'N 
1 
KIT 


1 
206AC-210-2 
CONDENSER INST'N 
1 
KIT 


2 
206AC-310-2 
COMPRESSOR INST'N 
1 
KIT 


3 
206AC-410-1/-2 
EVAPORATOR INST'N 
1 
KIT 


4 
206AC-460-1/-2 
AFT EVAP. KIT 
1 
KIT 


5 
206AC-510-2 
PLUMBING INST'N 
1 
KIT 


6 
206AC-610-1 
ELECTRICAL INST'N 
1 
KIT 
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ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*206AC-110-3, REV. F 


0 
*206AC-110-3, REV. F 
AIR CONDITIONING SYSTEM INST'N 
1 
KIT 


1 
206AC-210-2 
CONDENSER INST'N 
1 
KIT 


2 
206AC-310-3 
COMPRESSOR INST'N 
1 
KIT 


3 
206AC-410-1/-2 
EVAPORATOR INST'N 
1 
KIT 


5 
206AC-460-1/-2 
AFT EVAP. KIT 
1 
KIT 


6 
206AC-520-1 
PLUMBING INST'N 
1 
KIT 


7 
206AC-610-1 
ELECTRICAL INST'N 
1 
KIT 
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ITEM # 
P/N 
DESCRIPTION 
QTY 
TYP 


Bill of Materials 


*206AC-110-4, REV. F 


0 
*206AC-110-4, REV. F 
AIR CONDITIONING SYSTEM INST'N 
1 
KIT 


1 
206AC-210-3 
CONDENSER INST'N 
1 
KIT 


2 
206AC-310-3 
COMPRESSOR INST'N 
1 
KIT 


3 
206AC-410-1/-2 
EVAPORATOR INST'N 
1 
KIT 


5 
206AC-460-1/-2 
AFT EVAP. KIT 
1 
KIT 


6 
206AC-522-1 
PLUMBING INST'N 
1 
KIT 


7 
206AC-610-2 
ELECTRICAL INST'N 
1 
KIT 
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